To:  Way,  Steven[way. steven@epa.gov] 

From:  Williams,  Laura 

Sent:  Mon  8/1 0/201 5 5:24:46  PM 

Subject:  RE:  Gold  King  Work  Plans  - schedule 


Thank  you  Steve.  We’ve  already  received  2 FOIAs  primarily  asking  the  question  of  who  was  in 
charge,  what  is  their  experience,  under  what  authority  (documentation)  was  the  work  being  done, 
etc?  I’ve  forwarded  ERRS’  work  plan  and  the  follow-up  question  is  “was  it  approved?”  and  is 
the  approval  documented  (email  or  letter)?  I will  send  you  a copy  of  the  FOIA  as  soon  as  I see  it. 
Until  then,  please  send  me  any  emails  or  electronic  documentation  that  you  feel  would  address 
the  focus  of  these  FOIAs  as  soon  as  you  are  able  (I  know  that  you  are  driving  and  likely  to  be 
swamped  for  a significant  amount  of  time).  Perhaps,  we  could  touch  base  tomorrow  if  that  would 
work  with  your  schedule.  Thank  you,  Steve. 


From:  Way,  Steven 

Sent:  Monday,  August  10,  2015  10:51  AM 
To:  Sandoval,  Joni;  Williams,  Laura 
Cc:  Sisk,  Richard 

Subject:  Gold  King  Work  Plans  - schedule 


Attached  are  the  previously  approved  work  plans  for  the  ERRS  work  and  the  overall  project 
schedule  including  the  Red  and  Bonita  portion. 


Steve 


Steven  Way 
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